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SHELTERED HOUSING FACILITIES. 

Surfaces. 

(1) The following areas in sheltered housing facilities must be impervious to moisture: 

(i) Indoor floor areas in contact with the animals; 

(ii) Outdoor floor areas in contact with the animals, when the floor areas are not exposed to the direct sun, or are made of 
a hard material such as wire, wood, metal, or concrete; and 

(iii) All walls, boxes, houses, dens, and other surfaces in contact with the animals. 

*** Seven enclosures on the north side of the facHIty have areas where the walls near the dogs doors are worn and not 
impervious to moisture. These areas are in contact with the dogs and are required to be impervious to moisture in 
accordance with the Section. 


Correct by; July 27, 2004 


Inventory: 

80 adult dogs 
42 puppies 


Notes; 

reviewed PVC dated November 2003 
reviewed aquisition/dispositlon records 
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